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ITEM NUMBER EAN / UPC-CODE 
AG-AC90EJ 5025232703647 


2] 


Panasonic 


Professional AVC-HD Camera Range 


Panasonic AG-AC90EJ Professional AVCHD Handheld Camcorder 

¢ 29.8 mm Wide-Angle/High-Powered zoom lens 

¢ 1/4 type 3MOS Sensor 

¢ High-Sensitivity BSI Type 3MOS Sensors 

e Easy Operation with Triple Manual Rings and a High-Definition LCD Monitor 
¢ High-Quality Recording with AVCHD PS/PH Modes 

e XLR Microphone input 

3 Years European Warranty - 5 Day Guaranteed Turn Around 


Recommended 
Retail Price 


5025232758340 


Panasonic AG-AC8EJ Professional Shoulder Mount AVCHD Camcorder 
¢ Image Sensor: 1/4.5-type MOS [4.14M S-FSI} 

¢ Image Stabilizer: HYBRID 5 axis 0.1.S. 

¢ Level Shot Function (correction of tilting images] 

¢ Simultaneous Recording / Double slot SD card 

* Relay (Auto Switch) function 

* Recording Formats: 1920x1080/50p max. 28Mbps, 1920x1080/50i max. 24Mbps 
e Lens: 28mm Wide-Angle / F1.8 

* Zoom: iA x50 zoom [optical x21) 

e LCD: 3.0-type touch panel with 460,800 dots 

e File copy capability to external HDD 

¢ New high-performance stereo microphone included 

3 Years European Warranty - 5 Day Guaranteed Turn Around 


€ 1.280 


5025232575831 


AG-HMC81EJ 


wa 


Panasonic AG-HMC81EJ Professional Shoulder Mount AVCHD Camcorder 

e HD (AVCHD - PH, HA, HG & HE Modes) & SD (DV25) Recording onto SDHC Cards 
e 1/4.1 Type 3.05M Pixel 16:9 Progressive 3MOS Sensors 

¢ 12 x Optical Zoom Lens, Upto 120x, OIS, Manual Focus Ring 

© 1080i50/p25, 720p50/p25, 576i50/p25 

¢ Meta-Data Recording in AVCHD Mode 

e 6.9cm Wide-Screen EVF/LCD Monitor 

e XLR Audio Input (w/+48v] 

¢ HDMI, IEEE1394 Out. USB2.0 

3 Years European Warranty - 5 Day Guaranteed Turn Around 


€ 2.550 


a 
&) 


AG-AC160AEJ 5025232692675 


we 


ITEM NUMBER EAN / UPC-CODE 


AG-SFU160G 4010869198790 


ITEM NUMBER EAN / UPC-CODE 


AG-HMR10EJ 5025232543274 


as 


Panasonic AG-AC160AEJ 1/3 Type, full-HD 2.2 megapixel 3MOS AVCHD Handheld Camcorder 

* 1/3 type 2.2MP Progressive MLT MOS Sensor - as used in P2 Broadcast Cameras 

¢ 21x Large Diameter 3 Ring (Zoom, Focus & Iris) Lens 

e AVCHD PH, HA, HG & HE Recording and Standard Definition DV Recording Modes 

¢ 1080/50i and 1080/25p, 720/50p and 720/25p and in standard definition DV 576/50i and 576/25p 

¢ Pre-record, interval recording, shot marker and metadata capture. Waveform and vectorscope display, focus 
assists, auto focus with face detection, white balance, zebra display, colour bar, tally lamps, 4-position ND 
optical filter controls, slow shutter and synchro-scan shutter functions 

¢ 2x SD Card Slots 

¢ HDMI Out, USB 2.0, IEEE1394/DV Out 

3 Years European Warranty - 5 Day Guaranteed Turn Around 


Updated Model - includes expanded focus assist and “turbo-speed” one-push auto-focus function 


AG-AC160EJ Upgrades 


Panasonic Upgrade Kit for AG-AC160EJ 
Adds 1080/60p Recording an substitutes current 2.35:1 marker for 2.39:1 marker 


Professional AVC-HD Recorder / Camera Head 


Panasonic AG-HMR10EJ AVCCAM Compact Field Recorder/Player 
¢ Can be used as stand-alone recorder wit HD-SDI Input / Output 

e AVCHD: PH, HA, HG & HE Recording Modes 

© 1080i50/i60, p25/p24/p30, 720p50/p25{over p50)/p24/p30lover ps0) 
e AVCHD PH, HA, HG & HE Recording Modes onto SDHC Cards 

¢ Cine-Like Gamma 

¢ HDMI Out, USB 2.0 

3 Years European Warranty - 5 Day Guaranteed Turn Around 


€ 3.315 
New Price 


Recommended 
List Price 


Recommended 
List Price 


€ 2.470 


AG-HCK10GE 5025232550944 


GF 


Panasonic AG-HCK10GE Compact, multi-purpose 3-MOS HD Camera head 
¢ Optional, interchangeable 3m or 20m Connection Cable to AG-HMR10 

¢ 12x Optical Zoom Lens, Upto 2.5 and 10x Digital Zoom, OIS 

¢ 1/4 Type Progressive 3MOS Sensor 

e Excluding connection cable 

3 Years European Warranty - 5 Day Guaranteed Turn Around 


AG-C20003G 4010869152921 


Panasonic 3m Connection Cable for AG-HCK10G 


AG-C20020G 4010869152938 


3rd April 2014 


Panasonic 20m Connection Cable for AG-HCK10G 


Z All prices are excluding VAT 


ITEM NUMBER EAN / UPC-CODE 
AG-AF101AEJ 5025232691777 


Lenses not included 


ITEM NUMBER EAN / UPC-CODE 
AG-SFU100G 4010869195126 


ITEM NUMBER EAN / UPC-CODE 
Microphones & Adapters 


Panasonic 


4/3 HD Camera 


Panasonic AG-AF101AEJ Handheld 4/3 Type HD Camera/Recorder 
¢ 4/3 Type Sensor with Digital Still Camera Technology 

¢ Interchangeable Lens - Micro Four Thirds Mount 

e Variable Frame Rate Recording 

e 2x SD Card Slot 

e AVCHD PH, HA, HG & HE Recording Modes onto SDHC Cards 

¢ 1080/50i, 25p, 720/50p, 25p 

¢ XLR Audio Input 

¢ Cine-Like Gamma 

e HD-SDI, HDMI Out, USB 2.0 

¢ 1080 50/60p supports 10 bit SDI output updated focusassist and safety marker 
3 Years European Warranty - 5 Day Guarantee Turn Around 


AF-101 Upgrades 


Panasonic AG-SFU100G Upgrade kit for AG-AF101EJ Camcorder 
* 1080i/60P/50P/Recording 
¢ 2.39:1 Safety marker 


AVCHD Camera Accessories 


Recommended 
List Price 


Recommended 
List Price 


Recommended 
List Price 


AG-MC200G 4010869109062 


& 


Panasonic XLR-Microphone for XLR-Microphone for AG-HMC81 / AG-HMC151 / AG-HPX500 / AG-AF101 / 
AG-AC130 / 160 / AG-HMC41 / AG-AC90 


Batteries and Chargers 


CGA-D54S / 1H 5025232246540 


Panasonic Battery Pack - 7,2V, 5.400 mAh for AG-3DA1 / AG-HPX250 / AG-HPX255 / AG-HDP24 / AG-HPG20 / 
AG-MSU10 / AG-AC90 / AG-AC8 


VW-VBD58E-K 5025232778201 


Panasonic Lithium-lonen-Akku 5800mAh at 7.2VDC; Compatible with the AJ-PX270 and AG-AC8 camera recorders; 
features a battery level indicator; Size: 41.3 x 51.3 x 69.6mm; Weighs is 223g 


VW-VBG6E-K 5025232442775 


Panasonic Battery Pack - 7,2V, 5.800 mAh (Extd Batt for AG-HMC81 / AG-AC130 / AG-AC160 / AG-AF101) 


AG-B23E 5025232770281 


Panasonic Battery Charger for the CGA-D54/D54s series of batteries. 
It can be used to charge batteries for the AG-HPX250, AG-HPX255, AG-AC90 and AG-AC8 camera-recorders 
as well as batteries for the AG-MSU10 memory storage unit, AG-HPG20 and AG-HPD24 recorder decks. 


SSL-VBG50 48474 


ITEM NUMBER 
RP-SDBO8GB1K 77009 


Panasonic IDX High Capacity Battery - 7,4V, 5.000 mAh for AG-HMC-81, AG-AC130 / AG-AC160 / AG-AF-101 


SD Cards 
8GB card UHS-1 (Ultra-High Speed) / SICS / Proof5 


Recommended 
List Price 


RP-SDB16GB1K 77016 


16GB card UHS-1 (Ultra-High Speed) / SICS / Proof5 


RP-SDB32GB1K 77023 


32GB card UHS-1 (Ultra-High Speed) / SICS / Proof5 


BN-SDCMAB 77030 


All prices are excluding VAT 


USB 3.0 Reader / Writer for UHS-1 
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Panasonic 


ITEM NUMBER EAN/UPC-CODE P2HD Series Cameras Recommended 


AG-HPX250EJ 5025232636150 | Panasonic AG-HPX250EJ 1/3” 2.2MP Full HD 10-Bit 4:2:2 P2 Handheld Camcorder 
¢ 1/3-type 2.2MP Progressive ULT (Ultra Luminance Technology) 3MOS Sensor 

¢ 22x Large Diameter 3 Ring (Zoom, Focus & Iris) Lens 

e AVC-Intra100, AVC-Intra50, DVCPROHD, DVCPRO50, DVCPRO & DV Recording 

¢ Genlock & TC Input/Output for MultiCamera shooting 

¢ Variable Frame Rate Recording 

e 4 Position ND Filter Wheel, DRS, Area Focus & Area Iris functions & Cine-Like Gamma control 
¢ Pre-Record, Loop Record, One Shot Record and Interval Recording 

¢ 2x P2 Card Slots for consecutive recording and hot-swapping 

¢ HD-SDI/HDMI/DV Output, USB 2.0 

5 Years European Warranty - 5 Day Guarantee Turn Around 


AG-HPX255EJ 5025232691807 | Panasonic AG-HPX255EJ 

Same as AG-HPX250EJ above with the following additional features: 
¢ 10pin remote terminal for optional control unit AG-EC4G 

5 Years European Warranty - 5 Day Guarantee Turn Around 


AG-HPX371EJ 5025232569915 | Panasonic AG-HPX371EJ 3 x 1/3-type 1920x1080 pixels 3MOS P2HD Camera 

¢ 1/3-type Progressive 3MOS 

¢ 1/3-type bayonet Interchangeable Lens mount [Fujinon Lens XT 17x4.5BRM-K14 17x Zoom Lens Included) 
¢ 2x P2 Card Slots 

© 1080 60i/50i/30P25p/24P,576 50i/25p, 480 60i/30P/24P 

e AVC-Intra 50/100, DYCPROHD/DVCPRO50/DVCPRO/DV 

¢ 7 gamma curves incl Cine-Like Gamma, Dynamic Range Stretcher (DRS) 

¢ Scene file dial, Shooting assist functions, Chromatic aberation comsation (CAC) 
¢ Auto Tracking White Balance (ATW), Remote control support, Unislot 

e Variable Frame Rate - Slow & Quick Motion 

e HD-SDI Out 

¢ TC/Gen Lock 

¢ Inclusive colour viewfinder 

5 Years European Warranty - 5 Day Guarantee Turn Around 


AG-HPX500EJ 5025232551002 | Panasonic AG-HPX500EJ 3 x 2/3-type 720p / 1080i P2HD Camera / Recorder Inc Viewfinder € 12.020 
 2/3-type Progressive 3 CCD 

¢ Bayonet type Interchangeable Lens - 2/3-type Lens Mount (Lens Not Included) 
¢ 4x P2 Card Slots 


© 1080 60i/50i/30P25p/24P,576 50i/25p, 480 60i/30P/24P 

¢ DVCPROHD/DVCPRO50/DVCPRO/DV 

¢ 8 gamma curves incl Cine-Like Gamma 

¢ Scene file dial, Shooting assist functions, Chromatic aberation comsation [CAC] 
e Variable Frame Rate - Slow & Quick Motion 

e IEEE1394 Host/Device, IEEE1394 In/Out, HD-SDI Out 


<9 
¢ TC/Gen Lock, Remote control support (, 
¢ Supplied with viewfinder E 
5 Years European Warranty - 5 Day Guarantee Turn Around 
AG-HPX600EJ 5025232689753 | Panasonic AG-HPX600EJ 2/3-type P2 HD camcorder with 10-bit, 4:2:2 AVC-Intra recording € 13.800 
¢ The industry's lightest* weight of under 3Kg for the main unit. A compact body for superb mobility 
¢ The 2/3 type bayonet lens mount accomodates a large variety of existing interchangeable lenses 
¢ Featuring a newly developed MOS sensor. Excellent camera quality with high F13 sensitivity (at 50Hz) and low 
noise with a S/N of 59qB. 
¢ Comes standard with AVC-Intra100/50, DVCPRO HD, DVCPRO50, DVCPRO and DV format 
¢ 50Hz / 60Hz switchable (standard equipped) 
¢ Excluding viewfinder 
5 Years European Warranty - 5 Day Guarantee Turn Around 


* As a 2/3-type shoulder-type HD camera recorder (as of Apr. 2012). 


AJ-PX270EJ 5025232760084 | ¢ 1/3”type 3 MOS 
¢ 22xLarge diameter 3 Ring (zoom,Focus & Iris) Lens[28-616mm]) 
¢ AVC-LongG50/25 AVC-Intra 100/50, optional AVC-Intra 200 Codec, low-bit rate AVC-proxy for networkuse 


¢ 1xP2 slot,2x MicroP2 slots 

¢ Simultanous recording possibility 

¢ Optional wireless module for a wireless LAN connection 
¢ 3G6,4G/LTE dongle scheduled 


ITEM NUMBER EAN/UPC-CODE P2HD Series Cameras Beet aes 
HPX600 Packages 
AG-HPX600EJB 5025232712960 | Panasonic AG-HPX600EJ body + AG-CVF10 viewfinder € 15.250 


AG-HPX600EJC 5025232729326 | Panasonic AG-HPX600EJ body + AG-CVF10 viewfinder + AF lens 
(The AF lens is the Fujinon XA16x8A-XB4 a 16x HD lens 8-128 mm) 


AG-HPX600EJF 5025232729357 | Panasonic AG-HPX600EJ body + AJ-CVF15 viewfinder + AF lens 
(The AF lens is the Fujinon XA16x8A-XB4 a 16x HD lens 8-128 mm) 


€ 18.400 


€ 20.400 


3rd April 2014 4 All prices are excluding VAT 


Panasonic 


ITEM NUMBER EAN/UPC-CODE P2 HD Series Cameras Berommendad 


AJ-HPX3100GE 5025232576265 | Panasonic AJ-HPX3100GE HD P2 1080i Camcorder € 22.050 
 2/3-type 2.2M Pixel IT 3CCD 

 2/3-type Lens Mount (Lens Not Included] 

¢ 2x P2 Card Slots 

¢ 14bit Camera A/D Process 

¢ F12 (50i) High Sensitivity (2000 lux) 

¢ Dynamic Range Stretch (DRS) & One Clip Record 
¢ DVCPROHD & AVC-Intra Recording (5) 
¢ 16/24bit Switchable Audio Recording & 

5 Years European Warranty - 5 Day Guarantee Turn Around 
AJ-PX5000G Panasonic HD P2 Camcorder 2/3-type, 2.2M 3-MOS 16:9 / 4:3 € 23.000 
¢ Newly developed 3MOS sensor reduces the effects of rolling shutter 

¢ High Sensitivity (F13 at 50i), low noise (60dB], 1000 TV line resolution 

¢ AVC-ULTRA codec camera-recorder including AVC-LongG50/25/12°1/6"' 
e Wireless and wired control and streaming of proxy content 

¢ Two P2 slots and two microP2 slots” 


5 Years European Warranty - 5 Day Guarantee Turn Around <9 
8 


*] Available in the near future 
*2 Users must select between microP2 and standard P2 card recording 


AJ-HPX3700GJ 4010869136136 | Panasonic AJ-HPX3700GJ HD P2 1080i Camcorder € 42.590 
 2/3-type 2.2M Pixel IT 3CCD 

 2/3-type Lens Mount (Lens Not Included) 

¢ 5x P2 Card Slots 

¢ 2 Disk ND/CC Filter 

e 14bit Camera A/D Process 

¢ High Sensitivity (2000 lux], Min Illumination 0,064 Lux 
¢ DVCPROHD & AVC-Intra Recording 

¢ Variable Frame Rate Recording 

e Film Gamma Record Modes 

¢ RGB 4:4:4 Dual Link Output ez 


5 Years European Warranty - 5 Day Guarantee Turn Around 


ITEM NUMBER EAN/UPC-CODE Accessories Recommender. 
AJ-GPS910G 0869116978 | Panasonic GPS Unit AJ-HPX 3100 series 


as ) 


AG-CFV10G 4010869217675 | Panasonic AG-CFV10G Colour Viewfinder for AG-HPX600 series / 1 way pivot point / LCD monitor viewing 


AG-CVF15G ; 4010869227834 | Panasonic AG-CVF15G 1.5-type Viewfinder for AG-HPX600 / 2 way pivot point / LCD monitor viewing 


AJ-CVF100G 4 
AG-EC4G 


47385 | Panasonic AJ-CVF100G Colour Viewfinder for AJ-HPX3000 series / AG-3DP1EG 


53300 | Panasonic AG-EC4G Extension Control Unit [incl. 10m cable) For the P2 HD series of cameras with 10 pin 
remote contector 


AJ-RC10G 06634 | Panasonic AJ-RC10G Remote Control Unit including Cable (10m) for the P2HD series of cameras with 10 pin 


remote contector (excl AG-HPX255) 


0 
0 
0 
0) 


03824 | Panasonic AJ-HVF21G HD Viewfinder for AG-HPX600 


| 
ioe 
AJ-HVF21G a 4 


AJ-HVF21KG 4 64306 | Panasonic AJ-HVF21KG 2.1 type HD B/W Viewfinder for AJ-PX5000 / AJ-HPX3100 / AG-3DP1EG / 


0 
> AK-HC3500AES / AK-HC3800GSJ 
40 


AJ-VF15BE 0869078597 | Panasonic AJ-VF15BE 1.5-type 4:3 Viewfinder for AG-HPX500 
AJ-YBX200G 4010869116985 | Panasonic AJ-YBX200G Optional AVC Intra Board for AJ-HPM200 
AG-MC200G Ja 0869109062 | Panasonic XLR-Microphone for AG-HMC81 / AG-HPX250 / AG-HPX371 / AG-HPX500 / AG-HPX600 


AJ-MC700P 3598043000417 | Panasonic AJ-MC700P 3 Pin Mono Microphone & Holder Kit for AG-HPX300/ AG-HPX500 series 
AJ-MC900G 4010869025034 | Panasonic AJ-MC900G Stereo/Mono 5 Pin XLR Microphone for AJ-HPX3000 series / AJ-3DP1 / AJ-PX5000 


= 


AJ-MH800G 4010869083164 | Panasonic AJ-MH800G Microphone Holder 


2 


td 


AJ-SC900 ey 4010869031479 | Panasonic AJ-SC900 Soft Camera Case for HPX500 & 3100 series 


All prices are excluding VAT 5 3rd April 2014 


Panasonic 


ITEM NUMBER EAN/UPC-CODE Accessories Reformenge 


AJ-YDX30G 5025232598373 | AJ-YDX30G Proxy Board for AJ-HPX3100 


A 


AJ-WM30E 5025232623433 | AJ-WM30E Wireless Module for AJ-HPX3100 /AG-HPXé600 / AJ-PX5000 
AJ-SFU3100G 0869172653 | AJ-SFU3100G Software Key for wireless network option for HPX3100 requires AJ-WM30E 
AJ-PS001G 0869236393 | Plug-in software for AVID NLE/AVC/Proxy/Re-link 

AJ-PS002G 0869236409 | Plug-in software for AVID NLE/AVC-Intra Export to microP2/P2 cards 

AJ-PS003G 0869240994 | Software key for AVC-LongG export 


AJ-PS004G 0869241007 | Software key for AVC-LongG import 


CGA-D54S/1H 5025232246540 | Battery Pack - 7,2V, 5.400 mAh for AG-3DA1 / AG-HPX250 / AG-HPX255 / AG-HDP24 / AG-HPG20 / AG-MSU10 / 
AG-AC90 / AG-AC8 


SHAN-RC700 4010869052382 | SHAN-RC700 Raincover for AG-HPX500, AJ-HPX3000 series & AG-HPX600 


SHAN-TM700 3598043001209 | SHAN-TM700 Tripod Adapter 


AG-MBX10G 0869162623 | AG-MBX10G Solid State Interface Box for MSU10 / Removable Harddisk Drive 


AJ-YCX250G 0869153607 | AJ-YCX250G Optional AVC-HD Board for AJ-HPM200EJ 


AG-SFU601G 0869217095 | Keycode for wireless/wired network function - internet 
AG-SFU602G 0869217101 | Keycode for production package VFR 
AG-SFU603G 0869230261 | Keycode for uplink function - control and information in VF of live video uplink 


AG-SFU604G 0869202657 | Playlist editing {also requires AG-YDX600, AG-SFU601, AJ-WM30); Wireless or wired easy editing function for 
the AG-HPXé600 


AG-YA600G 0869217118 | _HD/SD SDI input board for AG-HPX600 


AG-YDX600G 0869217125 | Video encorder board (Hi-res Proxy board) for AG-HPX600 
_— 


AJ-YCX500G 0869237932 | AVCHD playback option for AJ-PD500G 
AJ-SK001G 0869228022 | Ingest plug-in for P2 Viewer Plus 


ITEM NUMBER EAN/UPC-CODE —P2 Archive & Ingest Software Rerpmmenged 
AJ-SF100G 4010869172660 | Panasonic AJ-SF100G P2 Archive to LTO, BluRay or other Media Software 
AJ-SF110G 4010869179454 | Panasonic AJ-SF110G P2 Ingest via IEEE1394/SDI Software 
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ITEM NUMBER 
HDC-Z10000EZ 


EAN / UPC-CODE 


5025232672912 


Panasonic 


3D Products 


Panasonic HDC-Z10000EZ Full HD 2D/3D Camcorder 
¢ Broadcast image quality for 2D/3D 

¢ 3D Macro shooting - 45cm 

¢ Independant focus, zoom & iris rings 

¢ 3D convergence dial 

e 2x XLR input, Linear PCM 

* 12x Optical Zoom (23x Intelligent Zoom) 

¢ 10x Optical Zoom from 32mm wide angle for 3D 
e F1.5 Lenses with Nano Surface Coating 

¢ Multi-Format Recording (AVCHD) 

* 8.8cm(3.5") Wide 3D LCD 

¢ HYBRID 0.1.S.+ 

¢ AVCHD 3D/Progressive Compliant 


Recommended 
List Price 


AG-3DA1EJ 


5025232575886 


Panasonic AG-3DA1EJ Professional Integrated Twin Lens Full HD 3D Camorder/Recorder 
Integrated Twin-Lens 3D Camera Recorder 

e Versatile Solid-State Recording Functions 

e File-Based Recording to Two Memory Cards 

e AVCHD PH Mode for FULL HD 3D Recording 

¢ Superb Mobility for Low-Angle Shots 

3 Years European Warranty - 5 Day Guarantee Turn Around 


€ 18.700 


ry 
&) 


AG-3DP1EG 


4010869178785 


Panasonic AG-3DP1GE Professional Integrated Twin Lens Full HD 3D P2 Camcorder/Recorder 

¢ AG-3DP1GE Professional Integrated Twin Lens Full HD 3D P2 Camcorder/Recorder High-Quality Images, 
High Sensitivity, Powerful Zooming and Multi-Camera Versatility. The Integrated Twin-lens Camera Recorder 
for Broadcast-Level 3D 

¢ Integrated Twin-Lens 3D Camera Recorder 

¢ Twin-Lens System with Wide Angle and Powerful Zooming 

¢ 1920 x 1080 10 bit 4:2:2 High-Quality Images, and High Sensitivity 

¢ Supports Multi-Camera Synchronous Shooting and a Camera Extension System 

¢ A Wealth of Functions for High-End Video Production 

5 Years European Warranty - 5 Day Guarantee Turn Around 


€ 27.000 


AG-HMX100EJ 


ITEM NUMBER 
BT-PGL10G 


5025232567096 


EAN / UPC-CODE 
4010869162647 


Panasonic AG-HMX100EJ SD/HD/3D Multi Format AV Mixer 

¢ 4x SDI, 2 x HDMI, 1 x DVI-I, 2 x Composite Input, PGM SDI & DVI-D, PVW SDI & AUX, Multiview SDI & DVI-D 
* 8x XLR Audio Input SDI (Embedded], 2 x Output + Headphone 

¢ Reference Input x 2 (Loop Trough] 

* Tally Output & GPI (D Sub 9- Pin) 

¢ 5 Inch LCD Panel for Menu Selection 

¢ Compact Size - 424 x 197 x 400 mmm / 8.7 Kg 

2 Years European Warranty - 5 Day Guarantee Turn Around 


3D Product Accessoires 
Panasonic BT-PGL10G 3D Polarized Eyewear optimised for BT-3DL2550E 


Recommended 
List Price 


CGA-D54S / 1H 


5025232246540 


Panasonic Battery Pack - 7,2V, 5.400 mAh for AG-3DA1 / AG-HPX171 / AG-HPX250 / AG-HPX255 / AG-HDP24 / 
AG-HPG20 / AG-MSU10 / AG-AC90 / AG-AC8 


AJ-HVF21KG 


4010869164306 


All prices are excluding VAT 


Panasonic AJ-HVF21KG 2.1 type HD B/W Viewfinder forAJ-PX5000 / AJ-HPX3100 / AG-3DP1EG / 
AK-HC3500AES / AK-HC3800GSJ 
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Panasonic 


ITEM NUMBER EAN/UPC-CODE PH2HD Recorders, Players & Storage Rerom Price 


4010869197083 | Panasonic VITEC FS-P250 Proxy Recorder for AG-HPX250 Camera 

Simultaneously record proxy clips with matching timecode, frame rate management and P2 metadata. 
When your recording is complete, your proxies are ready to be used instantly. Proxies can be instantly edited, 
streamed and uploaded to video sharing websites. 


AJ-PD500EJ 5025232749232 | Panasonic AJ-PD500EJ P2 AVC-ULTRA Field Recorder 

* AVC-ULTRA codec field recorder/player including AVC-LongG50/25/12"'/6"! 
¢ Two P2 slots and two microP2 slots”? 

* Host of input / output interface connections both AV and IT 

¢ Mains and 4 pin XLR 12V DC powered 

¢ Compact and light weight for easy handling 

AJ--YCX500G - Optional AVCHD playback function 


5 Years European Warranty - 5 Day Guarantee Turn Around 
*] Available in the near future 
*2 Users must select between microP2 and standard P2 card recording 


€ 13.000 


AG-HPD24EJ 5025232627455 | Panasonic AG-HPD24EJ AVC-Intra / Full HD 3D P2 Deck Recorder 

Multi-format Recording and Playback System with 3D Support when 2 Decks are connected 
AVC-Intra Codec - 10 bit 4:2:2, AVC-Intra 50 & DVCPROHD, DVCPRO50, DVCPRO & DV Recording 
Up/Down Conversion between SD/HD & Cross Conversion 720p/1080i during playback 

24-bit 4-channel or 16-bit 8 channel audio recording 

Supports Varicam and other variable frame rate videos 

RS-422 Control allowing 2 x Units to be sync’d together for 3D (I/R] Recording 

HDMI (3D-compatible], HD/SD-SDI/O, REF Input, TC I/O and XLR Analog Audio Input 

5 Years European Warranty - 5 Day Guarantee Turn Around 


AJ-HPM200EJ 5025232551019 | Panasonic AJ-HPM200EJ Mobile P2 Card Recorder / Player Field editor - eSATA 
Equipped with Gigabit Ethernet and eSATA interfaces for high-speed data transfer. It connects to the Internet, 
allowing file transfer without a PC. As standard, the AJ-HPM200 records using the AVC-Intra Codec but also 
the AVCHD codec with the optional AJ-YCX250G, which makes it possible to record and play P2HD and AVCHD 
files and to convert files between the two formats. The upgraded AJ-HPM200 aslo features an enhanced 
playlist function with easy, intuitive operation and a newly evolved editor graphical user interface (GUI) that also 
improves ease of use. Providing powerful support for P2HD recording, field editing, HD news flash broadcasting 
through file transfers, data backup and more, the AJ-HPM200 is a high-speed, high-image-quality solution to a a” 
&) 


€ 14.530 


wide range of broadcasting and video production needs. 
5 Years European Warranty - 5 Day Guarantee Turn Around 


AJ-HPD2500E 5025232546169 | Panasonic AJ-HPD2500E P2 Deck Recorder / Player 

Multi-Format Recording and Playback System - Comes Equipped with AVC-Intra 
AVC-Intra Codec - 10 bit 4:2:2, 24 bit Audio 

Up/Down Conversion between SD/HD Multi-Format 

24PsF Compatible, HD/SD Multi-Format 

Varicam Speed Effects 

24 Bit/48 kHz/4 Channel, High-Quality Digital Audio 

Advanced Recording Functions Employing Six P2 Card Slots + SD Slot 

5 Years European Warranty - 5 Day Guarantee Turn Around 


€ 23.980 


AG-MSU10EJ 5025232580989 | Panasonic AG-MSU10EJ P2 Mobile Storage Unit 

Storage Unit has a P2 card slot and an interface box for a solid-state drive that will hold up to 2 TB (terabytes) 
of data. In addition to its compact, lightweight, rugged design, it features battery-powered operation for 
versatile field use. Files recorded onto a P2 card can be copied onto an SSD at about 4x normal speed for 
AVC-Intra contents. It has both eSATA and USB 2.0 connectors, so files can be easily transferred by connecting 
the AG-MSU10 to an external HDD or PC /Mac. Uploading to a backup or nonlinear editing system is fast and 
easy as well. The removable SSD interface box is also equipped with eSATA and USB 2.0 connectors, so it 

can be removed from the AVC-Intra 100 and connected directly to a PC/Mac. 

2 Years European Warranty - 5 Day Guarantee Turn Around 


AJ-PCD2G 4010869162906 Panasonic AJ-PCD2G Single Slot P2 Card Drive 

The AJ-PCD2G Memory Card Drive is a compact, lightweight, low-cost 1-slot P2 drive. This compact device is 
driven by bus power from a USB 2.0 interface. It enables space-saving, high-mobility operation when combined 
with a laptop PC or a MacBook. The AJ-PCD2GJ loads data from a P2 card at a transfer rate of 30 MB/s and 
comes with driver software for both Windows (XP/Vista/7] and Mac OS X (10.5/10.6). The AJ-PCD2GJ supports 
all P2 card sizes, P2 formats and frame rates in HD and SD. With a 64GB P2 card inserted, the PCD2 can offer 
immediate access to more than four hours of DVCPRO, two hours of DVCPRO50 or AVC-Intra 50, or more than 
an hour of DVCPROHD or AVC-Intra 100 content. 

2 Years European Warranty - 5 Day Guarantee Turn Around 


AJ-MPD1G 4010869231329 Panasonic AJ-MPD1G 
1) Ultra fast contents transfer over USB3.0 (up to 2GB) 


2) Compact and lightweight for field operation 
3) USB3.0 line powered, no need for external power supply 


AJ-PCD30EJ 5025232627486 Panasonic AJ-PCD30EJ 3 Slot P2 Memory Card Drive USB 3.0 

3 slot P2 device with a super-speed USB 3.0 interface that delivers the industry's fastest offloads from a 
solidstate source. Transfer rates of up to 4.8Gbps achieves offloading AVC-Intra 100 footage at more than 15X 
realtime, making the PCD30 especially well-suited for use in long-form production. The PCD30EJ can transfer 
data from up to three P2 cards simultaneously, making content immediately available to nonlinear editing 
systems and servers. With three 64GB P2 cards inserted, the device can offer immediate access to more than 
three hours of AVC-Intra 100 or DVCPROHD, or more than six hours of AVC-Intra 50 or DVCPRO50 content. 
The PCD30 can be used as an externally, or can be installed in the 5 type bay of a Windows-based desktop for 
use as a built-in reader. PC/Mac Compatible. 


AJ-P2AD1G 4010869231336 Panasonic AJ-ADP2AD1G microP2 adapter 

— This adapter extends the benefits of the microP2 cards to existing P2 card users by adapting the SD form factor 
microP2 card in to the PCMCIA form factor of the P2 card slot’. 
* The microP2 card and microP2 card adaptor will not support all P2 products. To use the microP2 card adaptor, a firmware 
upgrade of current P2 hardware is required and a fee maybe charged. 
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ITEM NUMBER EAN / UPC-CODE 


AJ-P2E016FG 


4010869195621 


Panasonic 


PH2HD Media card 
Panasonic AJ-P2E016FG 16GB E-Series P2 memory card 


Recommended 
List Price 


AJ-P2E032FG 


4010869195638 


Panasonic AJ-P2E032FG 32GB E-Series P2 memory card 


AJ-P2E064FG 


4010869195645 


Panasonic AJ-P2E064FG 64GB E-Series P2 memory card 


AJ-P2M032AG 


4010869231343 


Panasonic AJ-P2M032A 32GB microP2 solid state memory card 


AJ-P2M064AG 


ITEM NUMBER 


4010869231350 


EAN / UPC-CODE 


Panasonic AJ-P2M064A 64GB microP2 solid state memory card 


P2 Camera Studio System 


Recommended 
List Price 


AG-CA300G 


4010869153294 


Panasonic AG-CA300G Camera Adaptor 


AG-BS300E 


5025232528738 


Panasonic AG-BS300E Base station 


AG-EC4G 


4010869153300 


Panasonic AG-EC4G Base Station Remote Control Unit Extension (incl. 10m cable] 


AG-YA500G 


4010869153591 


Panasonic AG-YA500G Camera System VF Interface Box {not HPX300 series) 


AJ-RC10G 


4010869106634 


Panasonic AJ-RC10G Remote Control Unit including Cable (10m) 


AJ-C10050G 


4010869111331 


Panasonic AJ-C10050G / AJ-RC10G / AJ-EC4G 50m Extension Cable 


V2PCS25-5CFWESFSC 


4010869155380 


Panasonic Camera Adapter to Base Station Cable (25m) 


V2PCS50-5CFWESFSC 


4010869155397 


Panasonic Camera Adapter to Base Station Cable (50m) 


V2PCS100-5CFWESFSC 


4010869155403 


Panasonic Camera Adapter to Base Station Cable (100m) 


DC50V10-CE01PS-SC 


4010869155366 


Panasonic Power Cable BS300 to CA300G (50m) 


DC100V10-CE01PS-SC 


4010869155373 


Panasonic Power Cable BS300 to CA300G (100m) 


D3C0023-SBL-SDI-SC 


4010869155427 


Panasonic Camera System Short BNC Cable (0.23m) 


D3C0025-SBL-SDI-SC 


ITEM NUMBER 


4010869177818 


EAN / UPC-CODE 


Panasonic Camera System Short BNC Cable (0.25m) 


NIPROS Studio System 


Recommended 
List Price 


300-B 


4010869233996 


Basic Package kit - includes HDS 300 build-up unit and focus / zoom cables 


300-EM 


4010869235310 


Extended Package kit - includes all 300-B plus ES-500P camera adapter and ES-600P base station 


AG-EC4G 


4010869153300 


AG-EC4G Base Station Remote Control Unit Extension (incl. 10m cable) 


BT-LH910GJ 


4010869189293 


9-type LCD Monitor 


SK-910 


4562289464561 


Studio kit for BT-LH910GE 


VIF-910 


4562289464547 


Tally BOX for BT-LH910 


HDF-700SK 


4562289464554 


NIPROS 7-type LCD Monitor + Studio kit 


ESC-10 


4562289463397 


Multicore Cable (10m) 


ESC-25 


4010869233941 


Multicore Cable (25m) 


ESC-50 


4562289465292 


Multicore Cable (50m) 


DL-400 


4562289465070 


Intercom studio kit / Studio Type 


DL-500 


4010869233927 


Intercom Studio kit / Studio Type 


DL-550 


4010869233934 


Intercom Studio kit / Studio Type 


HFC-800 


4010869233958 


Long hood for HDF-700 


HFC-910 


4562289464578 


Long hood for BT-LH910GJ 


ST-1 


4562289460723 


One touch fix / release attachment for camera 


ST-2 


4562289464455 


One touch fix / release attachment for HDS300 


TC-550 


4562289464950 


Tally Cable for Base station and Switcher 


ASC-1B 


4010869233972 


8P Zoom Cable 


FC-12P 


4010869233972 


12P-8P I/F Cable 


HS-RA90 


4010869233989 


All prices are excluding VAT 


Rack Mount Frame for ES-600 / PS-570PHD/1 
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ITEM NUMBER 
AW-HE2EJ 


EAN / UPC-CODE 


5025232710515 


System Cameras 


Panasonic AW-HE2EJ MOS 1/2” HD Integrated Camera (HDMI) 
¢ 1/2.33 type Full-HD MOS (1920 x 1080 pixels) sensor 

¢ 850 TV Lines horizontal resolution 

¢ HDMI Output 

© 1080p support (HDMI) 

¢ USB video/audio output 

e IP control supported, IR remote control 

2 Years European Warranty - 5 Day Guarantee Turn Around 


Panasonic 


Recommended 
List Price 


AW-HE60HE 
AW-HE60SE 


5025232702442 
5025232702435 


Panasonic AW-HE60 HD integrated camera and PTZ - HDMI Version 
Panasonic AW-HE60 HD integrated camera and PTZ - SDI Version 

¢ 1/3 type Full HD MOS Sensor 

¢ HD/SD All-in-One Camera System 

¢ 18x Optical & 10x Digital Zoom Lens 

¢ IP Video Monitoring 

¢ Remote Control Over IP 

e Incl. R+B Control (shading) 

¢ Nightvision 

2 Years European Warranty - 5 Day Guarantee Turn Around 


AW-HE120WEJ 
AW-HE120KEJ 


© 


5025232654475 
5025232654482 


= 


Panasonic AW-HE120 HD PTZ Integrated Camera (WE = white, KE = black) 
¢ 1/3" 16:9 3MOS Sensors 

¢ HD/SD All-in-One Camera System 

¢ 20x Optical Zoom Lens 

¢ SD/HD-SDI Output 

© 1080i/720p 

e¢ RS422, IP control 

2 Years European Warranty - 5 Day Guarantee Turn Around 


a” 
p©) 


AW-HE870E 


5025232506033 


Panasonic AW-HE870E 3CCD 2/3 type SD/HD Convertible Camera 
* 2/3 type 16:9 3CCD 

* 1080i/720p/576i Image Aquisition (Option) 

¢ Built-in Down Converter, HD/SD switchable 

* Optional SD/HD-SDI Output 

¢ Simultaneous HD Component & SD Composite Output 

2 Years European Warranty - 5 Day Guarantee Turn Around 


€ 11.600 


aa’ 


&2 


AK-HC1500G 


5025232525812 


oe 


Panasonic AK-HC1500G Multipurpose Camera (excl. Lens) 
2/3 type 3CCD 1 Megapixel Sensors 

* 1080i/720p Multipurpose HD Camera 

e Variable Frame Rate & Gamma Curve 

¢ Built-in ND Filter 

¢ Optional Down Converter 

2 Years European Warranty - 5 Day Guarantee Turn Around 


€ 22.760 


a,” 


p©) 


AK-HC1800G 


5025232525829 


o-* 


Panasonic AK-HC1800G Multipurpose Camera (excl. Lens) 

2/3 type 3CCD 2.2 Megapixel Sensors 

* 1080i/50i high quality HD Camera 

¢ Dynamic Range Stretch (DSR), Cine Gamma Curve, Auto Gain Control 
e Auto Tracking White Balance Function & Colour Correction 

¢ Built-in ND Filter 

2 Years European Warranty - 5 Day Guarantee Turn Around 


€ 28.970 


a,” 


é2 


ITEM NUMBER EAN/UPC-CODE System Cameras Accessories Recommended 
Extended Warranty 

AW-HE120E4YW 4010869240017 | 2 Years European Warranty Extension for AW-HE120 Models € 450 
AW-HE60E4YW 4010869240000 | 2 Years European Warranty Extension for AW-HE60 Models € 250 
Camera Options 

AW-HHD870E 5025232527038 | Optional SD/HD-SDI Board for AW-HE870 € 2.270 
AK-HDC1500G 5025232525836 | Optional Down Converter for AK-HC1500 / 1800 € 3.550 
AK-HHD1500G 5025232525843 | Optional SD/HD-SDI Board for AK-HC1500 / 1800 € 3.610 
AW-IF400G 5025232526000 | Protocol Converter for PH400 / 650 € 1.150 
AW-RM50G 4010869162081 | Wireless remote controller for HE60SE / HE60HE € 100 
AW-PS550E 5025232616732 | Power Supply for Camera / Controller / PT-Heads € 545 
Convertible Camera Lenses 

AK-LZ20M85G 5025232525867 | 20x Zoom HD Fujinon Lens for HE870 / HC1500 / 1800, 2/3 type € 10.550 
AW-LZ16MD73P 5025232288076 | 1/2type Fujinon 16x zoom lens w/ MACRO € 2.690 
AW-LZ17MD9AG 4010869083157 | 2/3type Fujinon 17x Motor Drive Lens € 4.420 
Pan & Tilt Heads 

AW-PH360L 5025232437979 | Indoor Pan-tilt head € 4.780 
AW-PH4OOE 5025232430390 | High Performance Indoor Pan-tilt head £15,370 
AW-PH405E 5025232525508 | _ Indoor Pan-tilt head € 9.450 
AW-PH650L 5025232437993 | Outdoor Pan-tilt head € 24.590 
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All prices are excluding VAT 


ITEM NUMBER 
Control Panels 


EAN / UPC-CODE 


Panasonic 


System Cameras Accessories 


Recommended 
List Price 


AK-HRP200GJ 


4010869228237 


Remote Camera Control for AK-HC1500 / 1800 / AK-HC3500A / AK-HC3800 / AW-HE60 series / 
AW-HE120 series / AW-HE870E 


AW-RPSOEJ 


5025232703616 


Remote Camera Controller 

0 100 AW-HE60S/H or AW-HE120W/K units may be controlled via IP 
o 5 cameras/pan-tilt heads may be controlled via serial connection 
camera control by using the camera menu 

o 100 pre-set memories are available per camera 

ous settings can be configured from a PC 

rs European Warranty - 5 Day Guarantee Turn Around 


AW-RP120GJ 


4010869229234 


Remote Camera Controller 

o 100 AW-HE60S/H or AW-HE120W/K units may be controlled via IP 
o 5 cameras/pan-tilt heads may be controlled via serial connection 
camera control by using the camera menu 

o 100 pre-set memories are available per camera 

¢ Smooth Pan/Tilt Control with new joystick 

* Preset / Tracing memory functions 

¢ Color image adjustment function 

¢ Flexible System Design by using IP connection and control 

¢ Storage Setting to SD card 

* (excl. AW-PS550E Power Supply) 

2 Years European Warranty - 5 Day Guarantee Turn Around 


Cables 


AW-CA20T6G 


4010869162074 


Multi-I/F cable for AW-HE60-series (for component / composite breakout cable) 


AW-CA15H29G 


5025232525874 


Pan/Tilt Cable HC1500 / 1800 / PH400 / PH405 


AW-CA24T24G 


5025232525881 


Pan & Tilt Control Extension Cable 30m PH650L 


AW-CA28T9P 


5025232525898 


5m RS232 Cable for AW-PH360L 


AW-CA50T8G 


4010869092678 


Camera Control for AW-CB400L composite/component (HDMI) (10m) 


AW-CAS50T9P 


5025232525980 


RS232 PC Camera Control Cable 


AW-CAK4H1G 


ITEM NUMBER 
TOPAS ET120B SC 


5025232525997 


EAN / UPC-CODE 


0869232791 


Cable for connection with multipurpose camera (AK-HC1800G / AK-HC1500G] and the pan-tilt head 
(AW-PH360 / AW-PH405 / AW-PH400) when camera controller (AK-HRP150G / AK-HRP200G) is used 


System Cameras SC/APC - LEMO 3K Solution 


Transmission module for AW-HE 
Black Version, SC/APC, plate, cab 


Recommended 
List Price 


TOPAS ET120W SC 


j 


0869232807 


Transmission module for AW-HE 
White Version, SC/APC, plate, cab 


TOPAS ET120B SCA 


0869232838 


Transmission module for AW-HE120KEJ, 
Black Version, SC/APC, Audio, plate, cables 


TOPAS ET120W SCA 


j 


0869232845 


Transmission module for AW-HE120WEJ, 
White Version, SC/APC, Audio, plate, cables 


TOPAS ET120B SCAP 


0869232876 


Transmission module for AW-HE120KEJ, 
Black Version, SC/APC, Audio Phantom, plate, cables 


TOPAS ET120W SCAP 


j 


0869232883 


Transmission module for AW-HE120WEJ, 
White Version, SC/APC, Audio Phantom, plate, cables 


TOPAS RT-T SC 


0869232326 


Board module HD camera receiver, SC/APC, 1 slot required 


TOPAS RT-T SCA 


0869232920 


Board module HD camera receiver, SC/APC, 2 slots required, audio 


TOPAS ET120B OC 


0869232814 


Transmission module for AW-HE120KEJ, 
Black Version, LEMO 3K, plate, cables 


TOPAS ET120W OC 


j 


0869232821 


Transmission module for AW-HE120WEJ, 
White Version, LEMO 3K, plate, cables 


TOPAS ET120B OCA 


0869232852 


Transmission module for AW-HE120KEJ, 
Black Version, LEMO 3K, Audio, plate, cables 


TOPAS ET120W OCA 


j 


All prices are excluding VAT 


0869232869 


Transmission module for AW-HE120WEJ, 
White Version, LEMO 3K, Audio, plate, cables 
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ITEM NUMBER 
TOPAS ET120B OCAP 


EAN / UPC-CODE 


4010869232890 


System Cameras SC/APC - LEMO 3K Solution 


Transmission module for AW-HE120KEJ, 
Black Version, LEMO 3K, Audio Phantom, plate, cables 


Panasonic 


Recommended 
List Price 


TOPAS ET120W OCAP 


j 


4010869232906 


Transmission module for AW-HE120WEJ, 
White Version, LEMO 3K, Audio Phantom, plate, cables 


TOPAS RT-T OC 


4010869232913 


Board module HD camera receiver, LEMO 3K, 2 slots required 


TOPAS RT-T OCA 


4010869232937 


Board module HD camera receiver, LEMO 3K, 2 slots required, audio 


TOPAS ET120B NC 


4010869239325 


Transmission module for AW-HE120KEJ, 
Black Version, NEUTRIK, plate, cables 


TOPAS ET120W NC 


—_— 


4010869239332 


Transmission module for AW-HE120WEJ, 
White Version, NEUTRIK, plate, cables 


TOPAS ET120B NCA 


4010869239349 


Transmission module for AW-HE120KEJ, 
Black Version, NEUTRIK, audio, plate, cables 


TOPAS ET120W NCA 


j 


4010869239356 


Transmission module for AW-HE120WEJ, 
White Version, NEUTRIK, audio, plate, cables 


TOPAS ET120B NC AP 


4010869239363 


Transmission module for AW-HE120KEJ, 
Black Version, NEUTRIK, Audio Phantom, plate, cables 


TOPAS ET120W NC AP 


j 


4010869239370 


Transmission module for AW-HE120WEJ, 
White Version, NEUTRIK,Audio Phantom, plate, cables 


TOPAS RT-T NC 


4010869239394 


Board module HD camera receiver, NEUTRIK, 2 slots required 


TOPAS RT-T NCA 


4010869239400 


Board module HD camera receiver, NEUTRIK, 2 slots required, audio 


NET RACK 


4010869232357 


NET RACER 19 type 3U rack, 16 slots, SNMP HTTP supervision 
-> No power supply included 


NET RACK PSU 01 


4010869232340 


PSU module, 85-260V for NET RACER 19 type 3U rack 


NET RACER C 


3rd April 2014 


4010869239387 


NET RACER COMPACT, 2 slots, 85 - 260 V 
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All prices are excluding VAT 


ITEM NUMBER EAN / UPC-CODE 
AW-HS50EJ 5025232703630 


Panasonic 


Mixers & Switchers 


Panasonic AW-HS50EJ Compact AV switcher 

¢ SD/HD Switcher with built in Up Converter 

¢ 5 Inputs, 4x SD/HD-SDI, 1x DVI-D - 3 Outputs, 2x SD/HD-SDI, 1x DVI-D 
¢ Built-in Multiviewer 

e PIP, Chroma/Lumakey, 13 Wipe Patterns 

e Aux Bus 

2 Years European Warranty - 5 Day Guarantee Turn Around 


Recommended 
List Price 


SF 


AG-HMX100EJ 5025232567096 


Panasonic AG-HMX100EJ SD/HD/3D Multi Format AV Mixer 

¢ 4x SDI, 2 x HDMI, 1x DVI-I, 2x Composite Input, PGM SDI & DVI-D, PVW SDI & AUX, Multiview SDI & DVI-D 
¢ 4x XLR Audio Input and SDI embedded, 2x Output + Headphone 

¢ Reference Input x 2 (Loop Trough] 

* Tally Output & GPI (D-Sub 9-Pin) 

e 12,7cm LCD Panel for Menu Selection 

¢ Compact Size - 424 x 197 x 400 mm/ 8.7 kg 

2 Years European Warranty - 5 Day Guarantee Turn Around 


€ 3.250 
New Price 


P= 


bd 


AV-HS410EJ 5025232651481 


Panasonic AV-HS410EJ Multiformat Vision Mixer HD/SD 

¢ SD/HD Switcher 

¢ 8 SDI Inputs as standard + DVI-D (max. 13 inputs optional) 
¢ 6 SDI Outputs as standard + DVI-D (max. 10 outputs optional) 
¢ Analog and DVI-! 1/0 optional 

¢ video processing on 8, up conversion on 4 inputs 

¢ Clip Store, 2 PIP and DSK 

¢ 18cm colour video display 

¢ High-quality chroma keys using Primatte® algorithms 

* Plug-in software (API] applications supported 

2 Years European Warranty - 5 Day Guarantee Turn Around 


€ 11.000 


5025232703623 


AV-HS6000 


All prices are excluding VAT 


Panasonic AV-HS450EJ Multiformat Vision Switcher HD/SD 

¢ SD/HD Switcher including mixed operation 

¢ 16 SDI Inputs/Outputs as standard (up to 20 optional), 4x SDI Output (PG, PWV, AUX and MV) + 2x DVI-D 
(up to 10 potional) 

¢ Camera and P/T control 

¢ Dual PIP, Dual DSK, Dual MV & Primatte® Chromakey 

e 4x Frame Stores 

¢ 4x Built in Up Converters & 8x built in video processing 

e Dual Redundant PSU's 

2 Years European Warranty - 5 Day Guarantee Turn Around 


® Primatte is a registered trademark of Photron Limited, Japan 


2 ME live switcher 
Even with its 3U compact size, the main unit is equipped with an abundance of inputs and outputs for great 
system integration that include 32 SDI and 2 DVI inputs plus 16 SDI outputs. To top it all off, 4 DVEs per ME 
enable diverse transitions when producing creative video in demanding fast paced situations. 
¢ 32 inputs (DVIx2) and SDIx16 outputs; all inputs have built-in 

frame synchronizers 

Color correctors are installed at 8 inputs and 4 outputs** 

Up-converters at 4 inputs and down-converters are installed at 2 outputs 

Equipped with 4 DVE and 2 DVE (2D) per ME to handle backgrounds and keys 

AUX1 to AUX4 buses are equipped with MIX transitions 

Equipped with real-time high-quality chroma keying that employs Primatte®* algorithms. 

Standard 1 channel, expandable up to 4 channels** 

4 keyer per ME [total 8 channels) also capable of PinP 

4 downstream and 4 upstream keyers** 

Equipped with 4 independent MultiViewer displays 

Single MultiViewer can display a maximum of 16 video sources 

Source names, tallies, audio level meters and safety markers are displayable 

Web server function: The switcher can be set and operated via LAN connection** 

Shot, event** and macro** memory allow to preset and recall frequently used effects 


Video clips and still images can be registered up to 4ch each, allowing them to be easily used for CG wipes. 


Plug-in software, external device control capability can be added in accordance with the operation work- 
flow** 
Operation with two additional panels is possible by IP connection** 
The switcher can be set by the 10,1-type touch-operated Menu Panel 
AV-HS60C3G [optional] or by a PC monitor and USB mouse 
2 Years European Warranty - 5 Day Guarantee Turn Around 


* Primatte@® is a registered trademark of IMAGICA DIGIX Inc. The copyrights of Primatte® belong to IMAGICA DIGIX Inc. 


The patents for Primatte® belong to IMAGICA DIGIX Inc. 
** Available in V2.00.00 or higher 
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€ 17.000 


ae 
£2) 
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Panasonic 


ITEM NUMBER EAN/UPC-CODE Mixers & Switchers Rete price 


AV-HS60U1E 5025232785971 | Main Frame (Single Power] € 12.000 
2 Years European Warranty - 5 Day Guarantee Turn Around 


an’ 
é 2 


Main Frame (Dual Power) € 15.000 
2 Years European Warranty - 5 Day Guarantee Turn Around 
<9 
@ 


AV-HS60C1E 5025232785940 | Control Panel (Single Power] € 18.000 
2 Years European Warranty - 5 Day Guarantee Turn Around 


Pd 


bd 


AV-HS60C2E Control Panel (Dual Power) € 20.000 
2 Years European Warranty - 5 Day Guarantee Turn Around 


AV-HS60C3G Menu Panel (LCD Touch screen) 
¢ 10,1-type LCD Touch Panel; WXGA 1280 * 800 
2 Years European Warranty - 5 Day Guarantee Turn Around 


AV-SFU60G Chromakey License (software + key]* 
* maximum 3 licenses can be added 
2 Years European Warranty - 5 Day Guarantee Turn Around 


**Available in V2.00.00 or higher 


AV-HS60D1G 5025232785964 | Internal Storage Option (SSD) 
* non-volatile internal storage 
Software version 1.0: max. 48 stills and 48 clips (SD: 40s; HD: 20s) 
Software version 2.0: max. 81 stills and 81 clips (SD: 60s; HD: 30s) 
¢ max. 100 project files 
2 Years European Warranty - 5 Day Guarantee Turn Around 


ITEM NUMBER EAN/UPC-CODE Switchers Options necommenced 
AV-HS04M1 5025232525546 | Panasonic AV-HS04M1 2x SDI Input Board for HS410E / 450E 

AV-HS04M2 5025232525577 | Panasonic AV-HS04M2 2x Analogue Component Input Board for HS410E / 450E 
AV-HS04M3 5025232525584 | Panasonic AV-HS04M3 2x DVI Input Board for HS410E / 450E 

AV-HSO04M4 5025232525591 | Panasonic AV-HS04M4 2x Analogue Component Output Board for HS410E / 450E 
AV-HSO4M5 5025232525607 | Panasonic AV-HSO4M5 1x DVI / 1x Analogue Component Output Board for HS410E / 450E 
AV-HS04M6 5025232525614 | Panasonic AV-HSO4Mé 2x Composite Input Board for HS410E / 450E 

AV-HS04M7 5025232525621 | Panasonic AV-HS04M7 2x SDI Output Board for HS410E / 450E 

AV-HS04M7D 4010869170703 | Panasonic AV-HSO4M7D 3D SDI Output Board for HS450E 

AV-HS04M8 4010869152228 | Panasonic AV-HSO4MB8 2x Full HD DVI-D Input Board for AV-HS450E 
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ITEM NUMBER 
BT-LH910GJ 


EAN / UPC-CODE 


4010869189293 


Panasonic 


Monitors 


Panasonic BT-LH910GJ 9” LCD Live/Studio Monitor with 3D Assist 

High brightness, high contrast IPS panel affording best picture quality in its class with 3D assist functions and 

HDMI and 3G-SDI interfaces. Suitable for production and broadcast applications, the BT-LH910 can be utilized 

on-camera as an electronic viewfinder, on location and in mobile or live settings 

¢ 2x SDI inputs with overlay and side-by-side display allowing both 2D and 3D checks including composition, 
convergence, color and luminance, focus and zoom position and parallax 

¢ SDI loop-through to be used with existing 3D rig while still feeding video to any downstream equipment 

¢ Black mode for confirming dark scenes, RGB waveform monitor, vectorscope; RGB direct white balance 
adjustment and color audio level meter 

¢ 15-pin viewfinder connection for compatible camera-recorders 

¢ 12V DC-powered,equipped with both a 4-pin XLR DC input and an Anton Bauer battery gold mount 

2 Years European Warranty - 5 Day Guarantee Turn Around 


Recommended 
List Price 


BT-LH1710EJ 


5025232551057 


Panasonic BT-LH1710EJ Rackmountable 17” HD/SD LCD Monitor 

Versatile rack-mountable 17” Widescreen AC/DC monitor for use in the studio and in the field 

e 2x SDI, Component & DVI-D inputs, PC Input Compatible 

¢ Marker & Blue Only functions, Cross hatch overlay display, Vectorscope (SDI only) & Waveform monitoring 
* Time-code (HD-SDI only) Cine Gamma compensation Tally (red, green) 

¢ Audio level meter display (SDI Input), Headphone jack & built-in stereo speakers 

2 Years European Warranty - 5 Day Guarantee Turn Around 


BT-LH1850EJ 


5025232662326 


Panasonic BT-LH1850EJ High Performance 18,5” LCD Monitor AD/SD 
¢ 2x HD/SD-SDI, HDMI, VBS and DVI-I inputs 

e RS-485 In-Monitor Display 

¢ Low power consumption 22W (DC), AC or 12V DC 

e For Field and Studio applications 

¢ 3D look-up table 

* 1366 x 768 resolution / 250 cd /m2, high contrast 1000:1 

2 Years European Warranty - 5 Day Guarantee Turn Around 


€ 2.430 


BT-LH2170EJ 


5025232662357 


Panasonic BT-LH2170EJ 21.5” Ultra Rugged BT-LH2170 High-Performance Monitor 
¢ Native 1920 x 1080 HD resolution 

e Full HD IPS Panel and stunning colour reproduction 

¢ Advanced 3D assist features 

e Accurate colour reproduction with 3D-LUT 

¢ Eco-friendly panel with mercury free LED backlight 

e AC and DC operation 

e Advanced features: Y-Map / Zebra / Two window display 

2 Years European Warranty - 5 Day Guarantee Turn Around 


BT-4LH310E 


ITEM NUMBER 
BT-CS910G 


5025232772025 


EAN / UPC-CODE 


4010869172677 


Panasonic BT-4LH310E Professional 4K 787.4 mm (31”) Monitor 

¢ Native 4K resolution (4096 x 2160) 

¢ Supports 4096 x 2160 resolution (17:9 aspect ratio) and 3840 x 2160 resultion 

¢ IPS Panel with High Image Quality and Wide Viewing Angle 

¢ 10 bit panel produces 1,070,000,000 display colors 

¢ DCI (P3} Color Gamut 

e 3D-LUT and 6-Axis Color Correction 

¢ 4K video input: 3G-SDI (BNC), DisplayPort (1.1a) and HDMI (1.4b) 

¢ Eco-friendly panel with mercury free LED backlight 

e AC and DC operation 

¢ Advanced features: Frame Grab / Error Display / Four-Window Display (2K/HD] / Multi-Display (2K/HD) / 
Y-Map / Zebra 

2 Years European Warranty - 5 Day Guarantee Turn Around 


Monitor Options 


Viewfinder Cable Set for BT-LH910 


€ 25.900 


SF 


Recommended 
List Price 


BT-MA1710G 


4010869092746 


Rack Mount Adaptor for BT-LH1710 


BT-PRP17G 


4010869128162 


Screen Protector for BT-LH1710 


AJ-MA75P 


4010869031233 


Adaptador rack 19 type 


BT-MA900G 


4010869070027 


Rack Mount frame kit for BT-LH910 


BT-WMA26G 


4010869128186 


Wall mount for 26 type LCD 


BT-WMA17G 


4010869128179 


All prices are excluding VAT 


Wall mount for 17 type LCD 
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Panasonic 


Item Number EAN/UPC-CODE Studio Camera and Systems pec ornmended 


AK-HC3500AES 5025232666041 | Panasonic HC3500AES Studio Camera € 36.000 

The AK-HC3500AES HD studio camera is a native high-definition studio camera system. Incorporating three 

high-performing 2/3-type 2.2-megapixel IT CCDs, a newly developed 38-bit digital signal processor, anda 

16-bit A/D converter, the HC3500A delivers exceptional HD images in 1080/59.94i and 1080/50i. 

e Advanced picture enhancing features including: dynamic detail, programmable gamma, real-time contrast 
correction gamma, CineGammalTM, an EBU color matrix preset for SD and HD 

Dynamic Range Stretch (DRS]} 

High sensitivity (F11(50Hz)/F10(59,64Hz) at 2000 Lx) for low-light shooting; low vertical smear 

less than -130dB); S/N: 60dB; MTF >50%; Resolution: 1100 TV lines 

Dual optical filters (ND: CAP, 100%, 25%, 6.3%, 1.6%; CC: 3200K, 4300K, 6300K, Cross and Diffusion) 

Wide range of auto-setup functions 

Compatible for teleprompter and program video use [<1 frame delay) 

Microphone intercom (2 ch] and Genlock (BB/Tri-level Sync} inputs 

Data trunc function with two RS-422A/RS-232C links for control of pan-tilt systems, lens, or robotic studios 

2x HD-SDI out + 2x prompter 

SD memory card slot 

Ergonomic design with adjustable shoulder pad and rear panel backlight for dark settings; weight: 4,7kg 


Low power consumption (25W without viewfinder] <9 
* Optical SMPTE-311M fibre connection (camera <-> base station) up to 2000m including power ay 


¢ Built-in SD down converter (base station) 
2 Years European Warranty - 5 Day Guarantee Turn Around 


AK-HCU355AES 5025232666058 | Compact CCU € 18.500 
AK-HRP935AE 4010869178969 | Remote Operating Panel € 6.000 
AK-HVF931AEA 4010869184083 | 9 type Colour Viewfinder € 9.500 
AJ-HVF21KG 4010869164306 | 2.1 type HD B/W Viewfinder € 4.270 
AJ-HVF70GJ 4010869202275 | 7 type LCD Colour Viewfinder € 7.000 
AK-MSU935AE 4010869182522 | Master Set Up Unit € 15.000 


Item Number EAN/UPC-CODE Studio Camera and Systems Reagan ita 


AK-HC3800GSJ 885170098374 Panasonic AK-HC3800GSJ Multi-Format Studio Camera € 36.000 

The AK-HC3800 HD studio camera is a native high-definition studio camera system for studio/direct- 

to-air switcher facilities and electronic field production. Incorporating three high-performing 2/3-type 

2.2-megapixel IT CCDs, a newly developed 38-bit digital signal processor, and a 16-bit A/D converter, 

the HC3800 delivers exceptional HD images in 1080/59.94i and 1080/50i. The corresponding base 

station is equipped with a 720/50p(59,94p) cross converter. 

Full 2/3-type 3-CCDs with 2.2-million-pixel resolution 

e Advanced picture enhancing features including: dynamic detail, programmable gamma, real-time 
contrast correction gamma, CineGamma, an EBU color matrix preset that ensures similar color 
response in between HD and SD video for seamless intermixing and more 

e Dynamic Range Stretch (DRS) 

¢ Chromatic Apperation Compensation (CAC) 

* High sensitivity (F12(50Hz)/F11(59,64Hz) at 2000 Lx) for low-light shooting; low vertical smear [less 
than -130dB); S/N: 60dB; MTF >50%; Resolution: 1100 TV lines 

* Optical filters (ND: CAP, 100%, 25%, 6.3%, 1.6%] 

e Wide range of auto-setup functions 

¢ Compatible for teleprompter and program video use [<1 frame delay] 

¢ Genlock (BB/Tri-level Sync] inputs (base station], intercom 

e 2x HD-SDI out + prompter 

e External frame synchronizer not required 

¢ SD memory card slot 

¢ Low power consumption (25W without viewfinder] 

¢ System options include: remote operation panel and master setup unit 
(Studio-style lenses can be mounted with optional mechanical adaptor) 

* Optical SMPTE-311M fibre connection (camera <-> base station) 
up to 1500m including power (depending on cable) a,” 

* Built-in SD down converter (base station] ( 2 | 

2 Years European Warranty - 5 Day Guarantee Turn Around & 


AK-HCU200ESJ 5025232695379 | Camera Control Uni € 14.500 
AK-HRP200GJ 4010869208079 | Remote Operational Panel € 2.500 
AK-HRP935AE 4010869178969 | Remote Operating Panel € 6.000 
AK-MSU935AE 4010869182522 | Master Set Up Unit € 15.000 
AJ-HVF21KG 4010869164306 | 2.1 type HD B/W Viewfinder € 4.270 
AK-HVF70GJ 4010869202275 | 7 type LCD Colour Viewfinder € 7.000 
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Panasonic Broadcast & ProAV 

Professional Camera Solutions Business Unit, Panasonic System Communications Company Europe 
Panasonic Marketing Europe GmbH 

Hagenauer Strasse 43, 65203 Wiesbaden, Germany 


Panasonic Benelux 
Pro-video dept. NL: +31 (0) 73 - 640 27 29 
BE: +32 (0) 2 481 04 70 


European Website for Product Information: 
http://business. panasonic.eu/broadcast-and-proav 


Where to buy? 
http://business. panasonic. eu/broadcast-and-proav/where-to-buy 


Follows us on: 

Twitter: #PanasonicProEU 

Facebook: www.facebook.com/PanasonicProEU 
youtube: www.youtube.com/PanasonicBusiness 


Service 


Panasonic 


Once you have bought your product we recommend you to register your purchase on the Panasonic website in order to benefit from a 2, 3 or 
even 5 year guarantee-period (depending on the product). To register, please go to https://broadcast.panasonic-support.eu/default.asp 


Panasonic Marketing Europe GmbH. The design and specifications of products are constantly changing in the interest of improvement. Whilst every care has been taken in the preparation of this list, 
some changes may not have been indicated and may have occurred after publication. Please check with your local Panasonic dealer for details. Panasonic Marketing Europe GmbH cannot accept 


responsability for any errors and omissions. 


